ETag: "3372fbed507102f130775e4df3f54f65"
accept-encoding: identity
authorization: LOW MtXL0tEgFmJcLXjr:REDACTED_BY_IA_S3
connection: close
content-length: 1515
content-type: application/x-www-form-urlencoded
host: s3.us.archive.org
user-agent: Python-urllib/2.6
x-archive-meta-case-cause: 28:1346 Tort Claim
x-archive-meta-case-name: Perez v. United States of America
x-archive-meta-collection: usfederalcourts
x-archive-meta-court: flsd
x-archive-meta-docket-num: 1:10-cv-20191-WMH
x-archive-meta-language: eng
x-archive-meta-mediatype: texts
x-archive-meta-nature-of-suit: Personal Inj. Med. Malpractice
x-archive-meta-pacer-case-num: 350631
x-archive-queue-derive: 0
x-upload-date: 2012-08-08T08:21:44.000Z
